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Dear Jim: 

I have enclosed for your review a draft 
application, for the packed-bed, BETA smoking, articles. 


Please ask Ulysses Smith, to 
description, of the electronic control 


carefully review the 
circuit of Figure 8. 


I 


look forward to receiving 


your comments. 


Sincerely, 

Gerard A. deBlasi 


GAD:fa 

Enclosures 


Source: https://www.industrydocuments.ucsf.edu/docs/rzfjOOOO 
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